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maximum fixed capita] per worker in the chemical group did
not exceed Rs. 0.33 lakhs whereas it was Rs. 0.41 lakhs in
the electronics group.

Table-5.1
FIXED CAPITAL AND NUMBER OF WORKERS


	Fixed
	No.
	Fixed capital

Firm
	capital
	of
	per worker


	(Rs. in lakhs)
	workers
	(Rs. in lakhs)

CHEMICAL
	1978       1982
	in 1982
	in 1982

GROUP
	
	
	

Firm-I
	7.68         4.97
	37
	0.13

Firm-II
	11.79        13.25
	80
	0,17

Firm-Ill
	11.81         7.26
	50
	0.15

Firm-IV
	3.79         2.97
	9
	0.33

Firm-V
	7.64         5.64
	17
	0.33

Firm-VI
	5.21        11.39
	60
	0.19

Firm-VII
	9.90       17.67
	100
	0.18

ELECTRONICS
	&    1978        1981
	1981
	1981

ALLIED GROUP
			
Firm-VIII
	0.54         0.39
	25
	0.02

Firm-IX
	8.72         9.50
	70
	0.14

Firm-X
	12.22       10.67
	30
	0.36

Firm-XI
	11.56       24.32
	60
	0.41

Source :   1)   Annual reports of the selected firms
2)   Interview   with  the   managing   directors   of the
selected firms.